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3.53 (a) [1) 

PRINARV ENCLOSURES, 

Sectior 3,S3(a)(1} Primary errclasnires, Primary endosunes shall be structurally sound and maintained in good repair 
iQ pnatecl the rahbits from injury, tg oontein them, and to keep pnadilors out. 

- A rabtill was found loosa In lha tursa barn. All rabbils should ba liousad In encloaures whlcfi contain and protect 
them. 

Correct by; 2l December SUM 

3.84 (c) REPEAT 

CLEANING^ SANITIZATION, HOUSEKEEPING, AND PESTOONTPOL. 

Section 3 &4tc) Housekeeping. Buildings and siirrounding grounds, must be kept clean and in good repair to 
taoiliiate the hustjandry prpgtioas. 

- There is an accumulation of building malerial and other debris near tfie monkey bouse- and near ibe bear enclosure 
which pTovida^ ^ harboring placa for rodgnls th^t coLik] pmanlially carry bamnfijl orgiar^iams. Thi^ area sboukl 
daaned and/or organized to reduce harbor area for roderits. TTiere have been ilmprovemenls made to these areas 
but Ibey are still not jn compliance. 

3.125 (a) REPEAT 

FACILITIES. GENERAL 

Section 3 12S(a) - Structural strength. Fadlities musl be constructed and maintained in such a manner as lo pnoteci 
the animals from injury and IQ contain the animals covered under Subpart F. 

- A sectkin of the concrele wall comprising one of the wolf shelters is leanirtg and appears unstable. 

- a eedion of iviro me£h dn the enclosure ccntaining the iwo male lidns is loose and the wire is protruding into Ihe 
pen. 

- the lop. rail of Ibe fence enclosing two Hgers in an enclosure is sagging and ui^stable. and couW polentially allow ihe 
animals to escape. This ilem has been klenlilied on previous inspections. 

’ top wire panels in Ibe male leopard enclosure are loose and may allow Ibe animal to escape into Ihe neighboring 
pens on either side. The wooden gbeller for ihe male leopard is broken and sasjging. 
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- At ttie (op of one ODugar enolosure, several thick wires prodrude into (he enclosure The roof ol the stietter 
wndaininq a sirgita male wusgar ig sagging and may avantuaJly cqllgpsa. This appears (o be (ho copgar's tavpiita 
raslmg spot and his wo^ht is llkal/ cauemg the Irame ol the sheltor lo buchlo. 

- the lence line between an enctosure containing a liger and andtier enclosure containing two lions is loose and 
isagging. Soma posts lor a naw lanca Jina hava bean placed, but tha work naads ta ba cachplatad. 

' mare ara larga hoias. In tna ground around Ihe woodan basa of lha pig hoosa 

- lin Ihe horse stalt in the petling area, there are several broken txaariJs goattered around (he floor of Ihe stall. 

All lacililias most ba conslructad and mainLained tc contain and protact the animals. 


3.127 (c) REPEAT 

FACILITIES. OUTDOOR, 

Section 3 127(c) - Drainage. A suilaWe method shall be provided lo eliminate excess water lor animals covered 
urwJer Subpart F. 

- The pig enclosure has an accumulaiion of mud and standing water at the entrance to the shelter. Wallows are 
apprapriata far pigs but tha animals, ahculdl ncl have Id wah Itircugh mud and water to enier.i'axii their shaller. 

3.129 (a) REPEAT 

FEEDING. 

Section 3 129(a) - Feeding, The lood shall be wholesome, palatable, and free from conlaminalion and d sufSident 
qMSnhty and nutri|ive vqlge IP msirtgin pJI animaig in gpad health. 

- In the barnyard feed room, chicken feces wefe found on the Ids of several maial garbage cans used for storing 
fesd. Animals should not have access to tha feed storage area. 

' iln Ihe small food prap area, the llocr is cracked and needs to be repaired. There were thick cobwebs found in the 
food cabirrel 

- ihera ware numerous cratas.'bcxes of produce being slorad on tha gmund. £ama ol itrase boxas were inside a 
slorage room, but some were completely outside the storage area. The boxes were open and unprotected. During 
1he ingpaction, g wild gquirrel wgg observed gtealing lood from one o1 the boxeg. Food gupply mugt be glored 
proparty arrd prdeclad from conlamiriaJiDn. 

- in one ol the food storage upright Ireezers, and bag had leaked a large amount of fluid which contaminated several 
other bags qf fgcxJ 

3.132 REPEAT 

EMPLOYEES. 

Section 3 132 - Employees. A sufficient number of adequately trair»ed employees shall be utilized to maintain the 
prqfaggiqnally acceptable level p1 husbandry practices get tprth in this gUbpert. Such practiceg ahall be under a 
supervisor who has a background In animal care. 
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- The continued citalions lor repairs, cleaning, and Food slorage suggest Ihere aie nol enough pecpie on staff lo 
maintain husbandry practices lor a lacility ol this ai:za. 
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